To:  R8EISC[R8EISC@epa.gov] 

From:  drupal_admin@epa.gov 

Sent:  Wed  8/12/2015  1:20:23  AM 

Subject:  Form  submission  from:  Emergency  Response  to  Gold  King  Mine  Release  Contact  Us  About 

Emergency  Response  to  the  Gold  King  Mine  Release  form 

Submitted  on  08/11/2015  9:20PM 
Submitted  values  are: 


Name:  ( Citizen  Name/Ex.  6 i 

Email  AddfeSS:  j Personal  Emaii/Ex.  6 I 

Comments: 

I am  wondering  why  it  takes  1 1/2  weeks  to  get  results  for  well  users.  I 
convinced  a friend  to  get  their  well  water  tested  and  there  was  only  one 
place  to  get  it  tested  in  San  Juan  Count  New  Mexico.  The  live  at  Cedar  Hill, 
between  Durango  and  Aztec  and  this  was  way  out  of  their  way  to  go  to  get  it 
tested.  Then  to  be  told  1 1/2  weeks  for  results.  I'm  sorry  but  there  is 
going  to  be  problems  with  this  type  of  service  provided  for  the  residents 
that  are  affected. 

Please,  Please,  Please  do  better  and  take  care  of  these  residents. 
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